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Reported Mobile Plants Compared to Those Found in Iraq 


Mobile Production Facilities For Biological Agents 



Exterior graphic from Secretary Powell's 
speech to the United Nations, 
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Exterior photograph of a probable mobile 
BW production plant band near Mosul, Iraq, 
in late April, 
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Interior graphic from Secretary Powell's 
speech showing original three -trailer design. 



Control Panel 
Off-gas Collection Water Chiller 


Interior graphic of a probable mobile BW production 
plant showing components similar to those in the 
far left trailer in the graphic on the left. 
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